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Message Text 

UNCLASSIFIED 

PAGE 01 LAGOS 06809 161603Z 
ACTION COME-OO 

INFO OCT-01 AF-10 ISO-OO EB-07 PASS-00 /018W 

170323Z 094623 /65 

R 161135Z JUN 77 
FM AMEMBASSY LAGOS 
TO SECSTATE WASHDC 1762 

UNCLAS LAGOS 6809 

E.O. 11652 : NA 
TAGS : BEXP 

SUBJ : EXPORT OPPORTUNITY FOR U.S. MANUFACTURER OF POULTRY CAGES 

TO: BUSSEY PRODUCTS CO. 

2750A W. 35TH STREET 
CHICAGO, ILLI. 60632 

(312) 847-5035 

CYCLE SYSTEMS INC. 

9290 BELDING ROAD 
ROCKFORD, MI. 49341 
(616)874-7211 

PHOENIX WIRE WORKS INC. 

590 STEPHENSON 
TRO, MI. 48084 

(313) 585-6850 

S.R. WOOD MFG. CO. 

P.O. BOX 218 
LUVERNE, MINN. 56156 
(507)283-4411 

BEACON STREET PRODUCTS CO. INC. 

RAILROAD AVE. W. 

WESTMINSTER. MD. 21157 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 LAGOS 06809 161603Z 
(301) 848-8460 

NIGERIAN BUSINESSMAN MR. B.G.O. OVRIRIE WITH POULTRY BUSINESS 
INTERESTED IN INFORMATION ON "BATTERY CAGES FOR LAYER BIRDS." 

REQUESTS INFORMATION AND PRICES ON POULTRY CAGES PRODUCED BY 
YOUR FIRM. SALES POTENTIAL GOOD. OVRIRIE APPEARS GOOD CUSTOMER 
BUT EMBASSY HAS NOT YET DETERMINED HIS FINANCIAL STATUS. SUGGEST 
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ALL BUSINESS BE DONE ON A CONFIRMED LETTER OF CREDIT BASIS ONLY. 

REQUEST SEND INFORMATION TO EMBASSY AT FOLLOWING ADDRESS: 

LAGOS, DEPARTMENT OF STATE, WASHINGTON, D.C. 20520, ATTENTION 
HELENA PAGE. HARVEY CLEW. 

AMERICAN EMBASSY 
LAGOS, NIGERIA 
EASUM 

NOTE BY OC/T: PASSED ABOVE ADDRESSEE. 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 

Capture Date: 01 -Jan-1 994 12:00:00 am 

Channel Indicators: n/a 

Current Classification: UNCLASSIFIED 

Concepts: n/a 

Control Number: n/a 

Copy: SINGLE 

Sent Date: 16-Jun-1977 12:00:00 am 
Decaption Date: 01 -Jan-1 960 12:00:00 am 

Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 -Jan-1 960 12:00:00 am 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1977LAGOS06809 

Document Source: CORE 

Document Unique ID: 00 

Drafter: n/a 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Expiration: 

Film Number: D77021 6-0327 
Format: TEL 
From: LAGOS 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1977/newtext/t1 9770651 /aaaabsjb. tel 

Line Count: 72 
Litigation Code IDs: 

Litigation Codes: 

Litigation History: 

Locator: TEXT ON-LINE, ON MICROFILM 

Message ID: 5005077c-c288-dd1 1-92da-001cc4696bcc 

Office: ACTION COME 

Original Classification: UNCLASSIFIED 

Original Handling Restrictions: n/a 

Original Previous Classification: n/a 

Original Previous Handling Restrictions: n/a 

Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 
Retention: 0 

Review Action: RELEASED, APPROVED 
Review Content Flags: 

Review Date: 20-Dec-2004 12:00:00 am 
Review Event: 

Review Exemptions: n/a 
Review Media Identifier: 

Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
SAS ID: 2131878 
Secure: OPEN 
Status: NATIVE 

Subject: EXPORT OPPORTUNITY FOR U.S. MANUFACTURER OF POULTRY CAGES TO: BUSSEY PRODUCTS CO. 2750A W. 35TH STREET 
TAGS: BEXP 
To: STATE 
Type: TE 

vdkvgwkey: odbc://SAS/SAS.dbo.SAS_Docs/5005077c-c288-dd1 1-92da-001cc4696bcc 
Review Markings: 
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